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Memorandum 


to C/ASD 


date: ii August 1965 


FROM 


DD/S&D 


subject: 

Paragraph 1 ought to read ”At a meeting with the JCS Frequency 
Panel in the Pentagon, Room 1D761 on 2 August 1965, a copy of the letter 
which we had forwarded to your office containing the list of specific R&D 
test installations in the U. S.A. was circulated to the panel. " Paragraph 2 
might better read "It was suggested by the panel that the frequency coverage 
and type of emissions of interest be specified. " Paragraph 3, 4, and 5 are 
o. k. 
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